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iB November 1957 


25X1A 


Hq Strategic Air Command, DOPLRS 


Offutt Air Force Base, Nebraska 


Dear Walt: 
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In September Russ requested that we furnish you with existing 
written information setting forth the general performance character~ 
istics of our Systems 1, 3, 4, and Data-reduction Equipment. In 
fulfillment of this request, please find enclosed the following: 


MP 8 60CMOS Copy 
System Number Doc. No. No. 
One — 10493 202.200 a7 
One 41918 202K5.3A 11 
Three 10867 291X%5.12 93 
Four None 163%5. 8 16 
3~Channel 
Data-Reduction 
Rack 
A 11892 None None 
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Description 


instruction Guide for Syatem One; 
Airborne Radar -Monitering Systern; 
October, 1955, Revised November, 
1936 


Preliminary Supplement te the System 
One Instruction Guide; Airborne 
Radar-Monitoring Syatem; September, 
1957 


Preliminary Instruction Guide for 
System Three; Airborne Radio- 
Monitoring System; October, 1956, 
Revised April, 1957 


Informal Progress Letter No. 2, 
Centract No. A-101, System 4; 


Dated LF May, } 1956 to 1 August, 1956 
2 aa cess. 


- CSS 8 post 
. #8 IS/ fer cyigwear 00494) 

Interim Instruction Guide for 

Playback Equipment, Revised Oct., 1957 


a ” a information afirctiag the national 
d Stains within ths << put of the 
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thanner fo an unauthorized person is prvhibited by law. 
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MF CcMCG Copy 
System Number Doc. No. No. _Deacripth on. 


BlL&B2 10738 None None Interim Instruction Guide for 
Duplicating Equipment, Reviaed 
October, 1957 


G 10774 None None Interim Instruction Guide for 
Analysing Playback Equipment, 
Revised October, 1957 


g 10827 202251 6 Preliminary Instruction Guide 
for Frequency Indicator Equipment: 
April, 1957 


¥ 10910 None None Preliminary Instruction Guide 
for the Event Marker Equipment; 
Revised October, 1957 


These documents present the best written information on performance 
and maintenance of our systems. To date no documents of this nature 
exist covering the 14-Channel Data Reduction Racks G, H, J, K, L, M, 
anadN. The preliminary 14-Channel Rack inetruction guides should 

‘be available in about four weeks. When completed, copies will be for- 
warded to you. The materials we are forwarding te you are from our 
files and are not deliverable items under the contract. Feel free to keep 
therm an long as you like, but please return them to us when you have 
finished with them. Please sign and return the enclosed receipt card 
for the classified material. We trust these documents will provide you 
with the required information. 


Sincerely 


Bob 


Enclesures: — 
Aw leted above 


cc: 25x 
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MISSING PAGE 


ORIGINAL DOCUMENT MISSING PAGE(S): 
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